Picture your lifestyle 




Specifications 

Lens 


F/2.8 Auto Focus 

Image Sensor 


1/2.7 3.2 Megapixel CCD 

I - 1 _ ..__.lL . 

Focal Length 


f=5.58mm 

Sensitivity 


ISO 1 00, 200, 400, Auto 

White Balance 


Auto/Sunny/Tungsten/Fluorescent/Cloudy/Speed 

Shutter Type 


Electrical 

Shutter Speed 


1 -1/1 500 Second 

Storage Media 

Internal 

16MB Internal Flash Memory 


External 

SD/MMC Memory Card Slot (Supports up to 1 GB) 

Image File Format 

Still 

JPEG: Exif 2.2/DCF 


Motion 

ASF with MPEG4 compression 

Image Resolution 


1 280 x 960, 1 600 x 1 200, 2048 x 1 536 

Zoom 


1 0-Step 4x Digital Zoom 

Focal Range 


10 cm to Infinity 

Custom Settings 


White Balance, EV, Scene Modes, Languages 

TFT Monitor 


1 .8" TFT (280 x 220 Pixel) 

Self-Timer 


1 0-Second Delay 

Video Frame Rate 


640 x 480, 1 0-1 5 fps; 320 x 240, 25-30 fps 

Flash Mode 


Auto/Off/Slow Sync/Forced/Red Eye Reduction 

TV Out 


NTSC/PAL 

PC Connection 


USB 1.1 

Storage (16MB) 

Image Resolution 

Number of Recordable Images 

Still 

640 x 480 

85 Fine, 130 Normal, 180 Basic 


1600x1200 

15 Fine, 25 Normal, 30 Basic 


2048x1536 

10 Fine, 20 Normal, 25 Basic 

Movie 

320 x 240, Normal 

240 Seconds (75 minutes w/256MB) 


640 x 480, Fine 

60 Seconds (19 minutes w/256MB) 

Power Supply 

Camera 

Four AA Alkaline Batteries 

5V DC-in (AC Adapter Optional) 

Dimensions 


4.7 x 2.7 x 1 .7" (1 20 x 71 x 45mm) 

Weight 


Approx. 200g (without batteries) 


Accessories 


1 System Requirements 

Four AA Alkaline Batteries 

OS MS Windows XP/2000/ME/98SE 

USB Cable 


CPU Intel Pentium 1 66 MHz or Higher 

TV Output Cable 


RAM 32MB or Higher 

CD-ROM (Camera Driver, User Software) 

Interface Standard USB 1 .1 Port 

User's Manual 


CD-ROM 4x Speed or Higher 


DXG-30IV 

3.2 Megapixel CCD 
Compact, Light Design 
MPEG-4 VGA Video 
High Quality Stills 
SD Memory Card Slot 
1.8" LCD Display 
Five Flash Modes 


Microsoft® 
Windows®XP 


HDD 


10MB Free Space or Higher 
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